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in Paris after his retirement from Washington: "Turning to
the officer who interpreted his words, General Pershing said:
"At the time of our peril and need, France came to our
rescue. We have not forgotten, La Fayette, we are here.5'
But what is more important perhaps than the manner in
which the phrase was spoken, is that it was uttered that warm
July afternoon under fitting auspices. The words are recorded
for all time.